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You're nowhere without know-how — and that's as true for 

mechanical contractors as it is for architects, builders and 
engineers these days. That's why over 300 contracting 

firms in PHI sponsor all kinds of activities to keep up 
with what's new. Training programs, con- 

ferences, manpower studies and market 
research. As well as communications 
programs to help increase the pro- 
ductivity of our industry. You see, 
the Plumbing and Heating 
Industry is doing a lot more 
than plumbing and heating. 


Plumbing & Heating 
Industry of Detroit 


Representing the people who do pipe work and plumbing 


14801 West Eight Mile Road, Detroit, Michigan 48235 
Phone 341-7661 


Make it easy on yourself — 
and save a bundle to boot! 


SPECIFY THE 


SIVIPLE 
SYSTEM 


FOR YEAR 'ROUND TOTAL ELECTRIC COMFORT 


They're called GE ZONELINES! 


They're individually controlled, self-contained 
units with all the advantages of a central 
system...but at a far less cost! They're easy 

and quick to design into any size project from 
modulars to motels, apartment complexes to 
office buildings. Flexible to install, they 

reduce operations cost and simplify maintenance. 
Plus so many more benefits and advantages we'll 
have to send them under separate cover. 


told elect conort package! 


7 
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TOM 


We'll also include the design data you'll need 
to plan GE ZONELINES into your next project 
if you'll just drop us the coupon below. 


The umate m 72228 


෴෴෴෴. 


GENERAL ELECTRIC COMPANY 


John Chariot, Manager Contract Sales ! 


6501 .ع‎ Nevada, Detroit, Michigan 48234 


Yes, I'd like to find out more about all the benefits and advantages 
of GE's ZONELINE SYSTEM 
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Monthly Bulletin, Michigan So- 
ciety of Architects, the official 
publication of the Society; all 
Michigan Chapters of the 
American Institute of Archi- 
tects; Women's Architectural 
League of Detroit (WALD); 
Producers Council, Inc., Michi- 
gan Chapter; Builders & Trad- 
ers Exchange of Detroit, Grand 
Rapids and Lansing is published 
monthly by the Michigan Arch- 
itectural Foundation; Editorial 
and Advertising Offices — 28 
West Adams, Detroit, Mi 
48226, Phone 965-4100. 


Monthly Bulletin, Michigan Society 
of Architects, is published month- 
ly at 28 West Adams, Detroit, Mi 
48226. Paid as second class mat- 
ter January 15, 1946 at the Post 
Office at Detroit, Michigan under 
Act of March 3, 1879. Subscription 
price, $4.00 per year (members 
$2.00). 50 cents per copy. 


Consider for a moment the quality of the printed materials 
you use to influence others. Does it measure up to the 
same standards of excellence you set for your company's 


products or services? We think it should. That is University 


why it's personally important to us that each 
5 "We : 9 " 
job we do represent printing quality at its best, L th 1 / 
delivered on time, and at a fair price. / oprin 65 nc. 
Call University Lithoprinters before 
you order your next printing job. 4569 Washtenaw Road, Ypsilanti, Michigan 


FREE MESSAGE MEMO PADS 
Get the message right. Send us your name and address Vaca t 
on your company letterhead, and we'll send you a free Detroit—CRestwood 4-6670 


4 MSA supply of message memos (illustrated above actual size). Toledo—ENterprise 6851 


GRAHECK 
BELL 
KLINE 
BROWN 


ARCHITECTS £ ENGINEERS 
521 RANDOLPH 


Today the building stands 
remodeled as the architec- 
tural-engineering office of 
Graheck, Bell. Kline and 
Brown. 


downtown 


quarters became necessary when their lease ex- 
pired. The long search for a new location ended 
when they found this old building in a neglected 
area previously used for neighborhood shopping. 
Here was an opportunity to revitalize a part of 
the city which had long been neglected. 


Establishment of a Retirement Trust for owner- 
ship of the building made every employee a part 
owner; consequently, in the Summer of 1970 
every member of the firm enthusiastically helped 


erse Bay at the turn of the century 
was the “Slab Town" area of the 
Bohemian lumberjacks. One of the 
centers of activity was Topinka's 
Saloon—the building pictured on 
the left. هب‎ 


The architects’ move from crowded 


with reconstruction. 
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Design for the remodeling was a 
joint project of all four partners. 
The character of the old building 
with its basic form and one distin- 
guishing detail of arched window 
heads, set the design theme of sim- 
plicity for the exterior and interior 
detail. Each existing window opened 
is glazed with a single sheet of dark 
bronze glass in a projecting bronzed 
aluminum frame. The result is an 
understatement of exceptional ele- 
gance. 


The main stairway enclosure is an addition to the 
building and takes full advantage of the original high 
ceilings. Throughout this air conditioned building, the 
bone white walls and dark brown stained wood trim 
provide a quiet background for spectacular views of 
Grand Traverse Bay from every window. 


Each room has a different color accent limited to fur- 
niture upholstery with the exception being the addi- 
tion of a large tapestry in the Lobby repeating reds 
and purples. Strategically placed foliage plants, art ob- 
jects, and built-in casework (coordinated with new 
furniture) emphasize the restraint characteristic of the 
building's exterior. 


Three steps above the brown brick paved entrance is 
the carpeted first floor. At this Lobby level are Recep- 
tion-Secretarial areas, offices for two principals, and 
the Main Conference Room 


An open stairway to the upper floor ends in a balcony 
conference area 


Beyond the conference landing is the carpeted 
drafting room and two more offices with glass 
partitions. 


A high lighting level eliminates table lamps, and readily available reference book 
shelves along the aisle result in a spacious and organized work space. 


A circular stair at the rear of the building winds through three floors to the base- 
ment Lounge, Model Shop, and storage area. 


Two office levels function as an ideal separation between production and client 
contact. A private telephone and paging intercom system is the link which as- 
sures efficient operation. Concealed speakers carry music to all spaces except the 
Main Conference Room. 


All these amenities complement an exciting architectural office design. 


The office of: 


GRAHECK, BELL, KLINE & BROWN, 
ARCHITECTS & ENGINEERS, INC. 


521 Randolph Street 
Traverse City, Michigan 49684 


Bill J. Graheck, AIA 
Robert G. Bell, AIA 
Norman A. Kline, ATA 
George H. Brown, PE 
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allied arts 


allied ants 
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festival 


ENJOY AN EVENING OF SOCIAL AND CULTURAL 
INTERCHANGE WITH ARTISTS AND ARCHITECTS 
AMID THE BEAUTIFUL SURROUNDINGS OF THE 
ALGER ESTATE OVERLOOKING LAKE ST. CLAIR 


ART - CHAMPAGNE - HORS D' OEUVRES - DANCING 


32 LAKE SHORE ROAD GROSSE POINTE, MICH. 
SATURDAY SEPT. 30, 1972 -B8:00 P.M.- $750 PER PERSON 


DETROIT CHAPTER - AMERICAN INSTITUTE OF ARCHITECTS 
28 W. ADAMS - DETROIT, MICH. 48226 - PHONE 965- 4100 
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calls may be made are Indiana, 
Michigan, Minnesota, Ohio and 
Wisconsin. 

Callers may request information 
on all aspects of OSHA program 
activities. 


SHG in New Joint Company 

A new Canadian-controlled plan- 
ning, design and engineering firm 
has been formed by SHG Associ- 
ates, Inc. and Searle, Wilbee, Row- 
land of Toronto, successor to the 
noted firm of John B. Parkin Asso- 
ciates. The new organization will 
be called SWR/SH&G Ltd., engi- 
neers and planners, and a majority 
stock interest will be held by the 
Toronto company. 

SWR/SH&G Ltd. was formed 
through the sale of shares of stock 
in SHG Canada Ltd., which has 
been the Canadian operating arm 
of the American architectural, en- 
gineering and planning firm since 
1956. The new organization will be 
backed by parent company staffs of 
450 in the United States and over 
200 in Canada. 

Two Canadian citizens, James E. 
Searle and Hedley E. H. Roy, will 
be Chairman of the Board and 
President of SWR/SH&G Ltd., and 
two Americans, Robert F. Hastings 
and Philip J. Meathe, will be Vice 
Chairman and Vice President, re- 
spectively. Merrill M. Bush, an 
American, will also be a Vice Pres- 
ident. 

The two parent firms are en- 
gaged in the planning and design of 
building projects throughout the 
United States and Canada, in Eu- 
rope and in Asia, with a construc- 
tion value in excess of a half billion 
dollars. Both will continue their in- 
dependent practices, and the joint 
firm will have a separate office in 
Toronto. 


GLF&E Announce Appointment 
Appointment of Edwin S. Shy- 

manski, P.E. of Detroit, as struc- 

tural engineer for GLF&E has been 


centered in Chicago, announced 
that starting July 3, toll-free calls 
may be made from anywhere in the 
5 states to a special number in non- 
working hours (4:30 p.m. to 8 a.m. 
weekdays and around-the-clock on 
weekends) 

The special number for this Re- 
gion is 800-621-0523. The five 
states from which these toll-free 


Toll-Free Calls Set Up By OSHA 
The U.S, Department of Labor’s 
Occupational Safety and Health 
Administration is setting up a new 
toll-free telephone service ها‎ an- 
swer questions about on-the-job 
safety conditions from employers 
and employees in five states. 
Edward E. Estkowksi, Regional 
Administrator for OSHA Region 5, 


No ifs, ands or buts! At Triangle ع‎ 


by the ex 


intelligent bids 


to take on and complete any electri or 
time. Big jobs, small jobs, complex jobs, unusual jobs— 


s experience and "know-how" covers them all. 


Triangle 


Behind Triangle Electric's continuing success since 1923 
is our consistant ability to furnish solid, reliable bids. 
You'll get no "guess-timates" from Triangle. Our estimates 


are based on long years of comprehensive experience 
in all phases of electrical contracting. And Triangle has 


wer, facilities, tools and financial status 


the efficient man 


to undertake and meet these estimates. 
Triangle Electric Company: the complete electrical 


. Let us quote. 


contractor . . 


TRIANGLE ELECTRIC CO. 


ELECTRICAL CONTRACTORS AND ENGINEERS 


29787 Stephenson Highway « Madison Heights, Mich. 48071 XS 
(313) 399-2200 


“Providing the power behind progress’. 


gineering Society of Detroit. Cock- 
tail hour at 6:00 P.M., dinner at 
6:45 P.M. and program at 7:45 
P.M. Telephone dinner reserva- 
tions to John Tucker, SL. 7-8800. 
Dinner is 6.00, guests are welcome 
for the program beginning at 7:45. 
No charge. 


Classified 


Supervising Architect 
June, 1972 

For information, 
to Warren 


send 
Consolidated 


resume 
Schools, 


Kingsley Sears, Personnel Director, 
29900 Lorraine, Warren, Michigan 
48092. 


r Power”? 


States. He was awarded an honor- 
ary doctor of science degree by the 
University of Detroit in 1957. 
Harlan was well known for his 
donations and sponsored many de- 
serving youth through colleges. He 
was well known in the Architec- 
tural profession for his interest and 
philanthropic contributions 


What to do About Bugholes 

What to do about Bugholes 
(small voids) in formed concrete 
surfaces. Thomas J. Reading, U.S. 
Army Corps of Engineers, Omaha 
will present an illustrated talk to 
the Concrete. Improvement Board 
of Detroit. October 12, 1972, En- 


Nandi 
Veve go 


Whatever you're designing or engineer- 
ng — shopping center, hospital, school, 
airport, restaurant, supermarket, office 
building, public events building, labora 
tory, convalescent home — we can help. 
We've already assisted architects and 
engineers on dozens of standby power 
projects. Assisted with technical data, 


Engineering 


successful on-the-job 
experience! 


We've even 


the Caterpillar 


surveys, 
Handbook and, 
application 


developed a modular 1750 KW system 
complete with building that requires 
only two days for on-site installation. 
Rugged, dependable Cat electric sets 
generate 50 to 900 KW in single units, 
even more in multiple installations. 


get you all the 


One phone call 


answers — promptly, accurately. 


MEF icv 6 MACHINERY CO 


24800 Novi Rd., Novi, Mich. 48050 
4350 Clyde Park S.W., Grand Rapids 49509 


Cat, Caterpillar and [H are registered 
trademarks of Caterpillar Tractor Co. 


announced by J. Gardner Martin, 
Executive Director of the organiza- 
tion. 

Shymanski will be available to 
consult with engineers, architects, 
and contractors on the design and 
construction of projects employing 
structural steel. 

Shymanski is a registered profes- 
sional engineer formerly employed 
by National Steel Corporation and 
as a consultant on several engineer- 
ing assignments for Science and 
Engineering, Inc. He is a graduate 
of Lawrence Institute of Technol- 
ogy and has engaged in additional 
studies at Wayne State University 
and the University of Louisville. 

Shymanski is a member of the 
National Society of Professional En- 
gineers, American Welding Society, 
Society of Automotive Engineers, 
American Society of Metals, Engi- 
neering Society of Detroit, and the 
Professional Society of Nuclear En- 
gineers 


Architectural Firm Mergers 

Walter M. Laitala, Robert I 
Freeman, Robert W. Smith, and 
L. Fowler announce the 
merging of their firms for the con- 
tinued practice of architecture as 
of June 1, 1972. They will be 
known as Laitala, Freeman, Smith, 
Fowler Architects, Inc., 3850 Cap- 
itol City Boulevard, Lansing, Mich- 
igan 48906. Telephone (517) 372- 
3700. 


Obituary 


Lewis 


C. Allen Harlan, 65, Honorary 
Member Michigan Society of Ar- 
chitects, died June 23, 1972 of a 
heart attack. Harlan founded the 
Harlan Electric Company of South- 
field and its ten associated firms 
and formed them into one of the 
largest electrical contracting firms 
in the nation 
He was a trustee, board member 
or contributor to 12 universities 
and colleges throughout the United 


GAME TIME 
PARK & PLAYGROUND 


EQUIPMENT 


PARK = PLAYGROUND ٠ SCHOOL EQUIPMENT 
BOX 308 — LITCHFIELD, MICHIGAN 49252 
i Call for Free Catalog 
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For LEAK-PROOF ROOFS 


specify 


The only ROOFING INSPECTION SERVICE which 
GUARANTEES performance of roofing systems 
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Calendar 


September 30 
Allied Arts Festival 
Detroit Chapter-ATA 


Alger House, Grosse Pointe War 


Memorial 

32 Lake Shore Road, Grosse 
Pointe, Mi. 

8:00 P.M.-12:00 Midnight 
Art-Champagne-Hors d'oeuvres- 
Dancing for $7.50 per person 


October 18 


Detroit Chapter Annual Meeting 
and Election, Raleigh House, 
Southfield, Mi. 


November 10-11 
WAP-Workshop: Architectural 
Preservation 

University of Michigan 


March 28, 29, 30, 1973 
MSA Annual Convention 
Lansing, Michigan 

May 8-11 


AIA National Convention 
San Francisco, Ca. 


A Trouble-Free 


Roofing System Is 


e A Sound Roof Deck 
e With Positive Drainage 


e With Dimensionally Stable Roof Insulation 


e A Four Ply Roof 


e With ASTM Certified Materials Only 
e With Reinforced Bituminous Flashings 


covered by the M.R.C.A. TWO YEAR warranty. 


Now serving the Wayne, Oakland and Macomb 


Counties area. 
° 


Detroit Roofing Inspection Service, Inc. 


Warren 


3560 E. 9 Mile Rd. a 
48091 (313) 759-2140 


e With a Two Year Mich. Contractors Warranty 


We're Concerned and Anxious to Help 


Warren 
(313) 759-2140 


Frazier E. Wilson 
General Manager 


with Free, Unbiased Consultation. 


Koofing Sndustry 110108 Jud 


3560 E. 9 Mile Rd. 


M. E. Smith 


Exec. Secty. 48091 
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